TRUE POWER LTD. 
An ISO 9001:2015 Certified Company 


Call Us: +91-7307061427 


Maintenance Free Chemical Earthin 
Electrode 


Maintenance Free Chemical Earthing Electrode 


- If You Need Any Solution 


e We Are Available For You ! 
- "Keep your Building , Equipments and Belinging Safe" 


Maintenance Free Chemical Earthing Electrode 


` 
F 


- Manufacturer of a wide range of products which 
include copper bonded electrode, copper bonded 
earthing electrode, maintenance free Chemical 
earthing electrode, copper earthing electrode, pure 
copper earthing electrode and gel earthing rod. 


Approx. Price: Rs 2,750 / Set 


- 300 Set 
> Minimum Order - Industrial 
Quantity - True Power 
- Usage/Application -1mtrto 3 mtr 
- Brand - 16-18 Gauge 


- Length of Rod 
- Thickness 


Contact Us - 


<- IF YOU NEED ANY SOLUTION...WE ARE 
AVAILABLE FOR YOU! 


- Mobile No +91-7307061427 

- Address -D 242, Sector 63 Rd, D Block, Sector 63, 
Noida, Uttar Pradesh 201301 

- Email id- sale@truepowerearthings.in 
Visit Us - https://www.truepowergroup.in/ 


